How  Ontario's  Labour  Mobility  Act 
Applies  to  Well  Technicians 


The  Ontario  Labour  Mobility  Act  helps  workers,  who  are  certified  in  any  Canadian 
province  or  territory,  take  advantage  of  employment  opportunities  in  Ontario, 
without  enduring  lengthy  recertification  delays. 

The  act  enables  professional  and  trade  workers,  from  anywhere  in  the  country,  to 
come  to  Ontario  and  begin  practicing  their  occupations  more  easily  than  they  could 
in  the  past. 

Ontario's  Labour  Mobility  Act  supports  a  2009  commitment,  made  by  all  Canadian 
provinces  and  territories,  to  eliminate  mobility  barriers  that  prevent  certified 
workers  from  moving  freely  throughout  the  country. 


Learn  more  about  labour  mobility  and  the  Ontario  Labour  Mobility  Act: 

•  Ministry  of  Training,  Colleges  and  Universities 

•  Human  Resources  and  Skills  Development  Canada 

•  Labour  Mobility  in  Canada  (Agreement  on  Internal  Trade) 

•  Fact  Sheet  -  Full  Labour  Mobility  For  Professions  And  Trades  In  Ontario 
(December  2009) 

•  News  Release  -  Ontario  Opens  Its  Doors  To  Labour  Mobility:  McGuinty 
Government  Passes  Legislation  To  Attract  Skilled  Workers  (December  2009) 

•  Ontario  Labour  Mobility  Act,  2009  (complete  act) 


Well  technicians  who  want  to  work  in  Ontario 


If  you're  a  well  technician  who  is  licensed  in  a  Canadian  province  or  territory,  your 
certification  will  be  recognized  when  you  come  to  Ontario.  However,  before  you  can 
begin  working  in  Ontario,  you'll  need  to  complete  a  couple  of  steps. 

First,  you  must  submit  the  following  materials  to  the  Ontario  Ministry  of  the 
Environment: 

1.  A  copy  of  any  current  well-construction  licence  that  you  hold,  which  was 
issued  by  another  jurisdiction  (Canadian  province  or  territory). 

2.  A  verification  letter,  for  each  licence,  from  the  government  agency  that  issued 
the  licence.  Each  letter  must  detail  your  licensing  and  well-construction 
histories  in  that  jurisdiction.  Letters  must  include: 

•  the  types  of  wells  that  you've  constructed  and  types  of  equipment  that 
you've  operated 

•  any  repair,  alteration,  or  upgrade  work  that  you've  done  (e.g.  replacing 
pumps  or  pumping  equipment) 

•  numbers  of  wells  you've  constructed  each  year,  for  the  past  five  years 

•  any  complaints  or  compliance  issues  that  have  been  filed  against  you 

3.  An  application  (with  required  fees)  to  take  an  Ontario  well-construction 
licensing  exam. 

•  To  prepare  for  the  exam,  you  should  familiarize  yourself  with  sections 
1,  and  34  through  52,  of  the  Ontario  Water  Resources  Act.  You  should 
also  familiarize  yourself  with  Regulation  903  (Wells). 

(See  additional  information  and  resources  section  below,  for  links  to  materials 
mentioned  above.) 


4.  An  application  for  an  Ontario  well  technician  licence  (see  Additional 
information  and  resources  below  for  application  forms). 

5.  Proof  of  a  valid,  Ontario  business  registration  (should  you  want  to  operate  a 
well-construction  business) 

•  You  can  choose  to  wait  and  present  this  after  your  well  technician 
licence  application  has  been  approved. 

•  Only  licensed  well  contractors  can  legally  engage  in  the  business  of  well 
construction. 

•  In  order  to  physically  construct  wells,  a  licensed  well  contractor  must 
also  hold  a  well  technician's  licence. 

6.  Proof  of  valid  insurance  requirements  (for  well  contractors),  as  prescribed  in 
Regulation  903  (Wells). 

•  You  can  choose  to  wait  and  present  this  after  your  well  contractor 
licence  application  has  been  approved.  Alternately,  you  can  submit  a 
letter-of-intent  from  your  insurance  company  stating  that  you  will  be 
granted  insurance,  once  your  application  has  been  approved. 

Once  you've  submitted  your  application(s),  verification  letter(s),  and  a  copy  of  each 
licence  you  hold,  the  ministry  will  schedule  a  meeting  with  you,  to  review  the 
information  you've  provided.  Additional  meetings  may  be  required. 


Additional  information  and  resources 

•  Well  Industry  Licensing  Information  Sheet  (includes  information  about  the  five 
classes  of  well-technician  licences  in  Ontario) 

•  Water  Supply  Wells  -  Requirements  and  Best  Management  Practices 

•  Ontario  Water  Resources  Act  (OWRA) 

0    Wells  (Regulation  903) 

•  Ontario  Ministry  of  the  Environment  -  Wells 

Licensing  application  forms 

Well  Technicians 

0    Licence  Application 

0    Application  for  an  appointment  to  take  an  examination 
Contractors 

0    Licence  Application 

0    Application  for  an  appointment  to  take  an  examination 

Wells  Help  Desk 

If  you  have  any  questions,  contact  the  Wells  Help  Desk. 
Phone:  l-888-396-WELL(9355) 
Email:  WellsHelpdesk@ontario.ca 
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